From: 

Sent: 

To: 

Subject: 


Hanchett, James (DPH) 

Wednesday, January 18, 2006 11:56 AM 
'jruiz@govsci.com' 

Price Quote 


Contacts: 


Jeannie Ruiz 


Jeannie, 

I need a price quote on these items from Agilent Technologies. 


Part No. Description Quantity 

9301-0725 Syringe lOul 6 pack lpack 

19251-60540 Capillary inlet liner 20 

5180-4182 Viton O-rings Vi” 12/pk 4 packs 


Thank you, 

James Hanchett 

Food and Drug Laboratory 

Western Massachusetts Public Health 

181 Stockbridge Road 

Amherst, MA 01003 

Fax 413 545 2608 
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